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SECSTATE FOR SY/T, FRANKFURT FOR OIC/RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : TORREX II X-RAY ADJUSTMENTS 

REF: STATE 226719 

1. AS PER REFTEL VARIAC LIMIT SWITCH CHECKED. 
OPERATION PROPER BUT CONTINUITY AT PJ2-T AND PJ2-L 
NOT AVAILABLE WITHOUT CHEATER CORD. 

2. DUAL INTERLOCK SAFETY SWITCH FOUND FAULTY. ONE 
LIMIT SWITCH IS NOT OPERATING. 

3. WIRING TO DUAL INTERLOCK SAFETY SWITCH IS NOT 
PER SCHEMATIC. GREEN WIRE FROM ONE SIDE OF ONE LIMIT 
SWITCH CONNECTED TO CHASIS GROUND. 

4. FAULTY SWITCH BEING SENT TO SY/T FOR ANALYSIS. 

5. SEND NEW SCHEMATICS IF AVAILABLE. 
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